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-CONFIDENTIAL INFORMATION- 
THE INFORMATION AND DATA CONTAINED HEREIN IS 
PROPRIETARY AND IS SUBMITTED IN CONFIDENCE; AND 
SHALL NOT BE DISCLOSED, USED OR DUPLICATED FOR ANY 
PURPOSE WHATSOEVER WITHOUT THE PRIOR WRITTEN 
PERMISSION OF PARAVION TECHNOLOGY, INC. 
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ACCEPTED VENDORS: 
ALLIED ELECTRONICS 
7151 JACK NEWELL BLVD S. 
FORT WORTH, TX. 76118 
(866) 433-5722 


MANUFACTURER: 
OMRON 
MFG. P/N: G6E-134P-ST-US-DC24 


CONTACT CONFIGURATION: SPDT (1 FORM C) 
COIL VOLTAGE: 24V 
CONTACT VOLTAGE: 125VAC / 30VDC 
CONTACT CURRENT: .4A / 2A 
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NOTE: 


THIS DRAWING DEFINES THE OVERALL GEOMETRY AND PERFORMANCE SPECIFICATIONS OF THE 
PART/ASSEMBLY, AND CONSTITUTES THE ACCEPTANCE CRITERIA THEREOF. ONLY THE ITEM(S) DESCRIBED IN 
THIS DOCUMENT PROCURED FROM THE VENDOR LISTED HEREON ARE APPROVED FOR USE. A SUBSTITUTE 
ITEM SHALL NOT BE USED WITHOUT PRIOR APPROVAL. CONFORMANCE OF HARDWARE TO THESE 
REQUIREMENTS IS ACCEPTABLE IN LIEU OF VENDOR DOCUMENTATION. FOR FURTHER CONFORMANCE DATA 
NOT SHOWN, REFER TO MANUFACTURERS PRODUCT DATA SHEET. 
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